LIVERPOOL  CATHEDRAL

Specially painted for this work.

This picture shows us the great Anglican Cathedral of Liverpool as it will be when finally
completed. Standing on St. James's Mount, it dominates the city and the magnificent building
of red sandstone can be seen from the ships of all nations as they enter or leave the Mersey. The
work of Sir Giles Gilbert Scott, this was the second cathedral to be erected in England since
the Reformation and the foundation stone was laid in 1904, We speak of the design as Gothic
and the vast tower is 104 feet square at the base. The mighty building rests on solid rock.
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